GRACE  CHURCH  (EPISCOPAL) 

385  Essex  Street 
Salem,  MA  01970 

The  Reverend  Howard  Weir  Memorial 
TE  DEUM  Window  by  Burnham  and  McDaniel 
Stained  Glass  Company,  Rowley,  MA 
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